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argus SCORES AGAIN! 


TWO SENSATIONAL NEW MODELS 


(ALL-AMERICAN MANUFACTURE) 


New Style BUILT-IN 
EXPOSURE METER 


computes lens ang shutter « 





MODEL A2; Certified f:4.5 triple Anastigmot lens; 1/25 to - $ 1290 AGAIN Argus Scoops the Candid 


1/200 sec. shutter speeds. Uses 35 mm movie. film 
¥B:0r,26 expoeuies to one loading Camera Field by Providing Amaz- 


ing and Exclusive Improvements at 
NO INCREASE IN PRICES 


No other popular priced 35 mm miniature camera has 
the built-in Self Calculating Exposure Me 





eliminates all chance of error by quickly giv 
prog 
need for involved computations o} 





shutter speed and aperture 





sswork, It is the 








simplest of all calculators... self explanatory... easy 


to operate —if you can read you can work it 
‘These two beautiful and compact miniature cameras 


are both high precision instruments; more complete 





in mechanical features, that assure good results, than 


many cameras selling for several times their price 
MODEL A2F, with Colibroted Focusing Mount; Certined 44.5 00 
triple Anastigmat lens; 1/25 to 1/200 sec. shutter speeds. Uses 


35 mm movie film 18 of 36 exposures to one loading Accurate as a Slide Rule—Simple as ABC 


Now you can take every type of ¢ 


FAMOUS ORIGINAL ARGUS MODEL A *10 with confidence th 


results—night sh 


did camera shot 












Now Reduced to natural-color pictur 


ing, slide-making 
dealer for 
sories mi 


Write for log. 
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